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3,125 to 

FACILITIES, GENERAL 

to Slnuctural strength. The Facility musl be constructed of such material -and of such strength as appropriate for the 
animals involved. IF - a indoor ard outdoor Fiousj rig lacili lies shall be structurally sound and shall be maintained in 
good repair to protect the animals irom injury and to conlain the animals, 


There are three metal support posts in the serval housing area lhal have tusled from cleaning and bleaching agents. 
These posts need to be repaired or repfaced so lhal they are structurally sound and maintained in good repair. 
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An exit briefing was conducted wilh the licensee. 
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